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Fig. 2. Epidermis of leaf blade (abaxial). A. Setaria viridis, B. S. v. var. anzitslifolia. 
P. prickle, S. stoma. 


2 mm longae, 0.8 mm latae. Gluma prima 0.7 mm longa, 3-nervis, gluma secunda 
lemma sterile leviter brevlor, 5-nervis. Caryopsis plano-convexa rugosa. 

Japan, Motofujicho, Bunkyo-ku, Tokyo (University of Tokyo), leg. Y.N. 
Lee, Sept. 3, 1963. Type in TI. 

This variety is allied to Setaria viridis, but differs in having 5 (4) bristles 
on each pedicel, and very narrow and suberect leaf blades. The culms are 
slender and tall. All the elements of epidermis are smaller than those of 
S. viridis excepting the stomata. (Fig. 1, 2.) 
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